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Message Text 



UNCLASSIFIED 

PAGE 01 NASSAU 01322 151958Z 
73 

ACTION FBOE-OO 

INFO OCT-01 ARA-10 ISO-OO A-01 /012W 

083830 

R 151834Z AUG 75 
FM AMEMBASSY NASSAU 
TO SECSTATE WASHDC 7078 

UNCLAS NASSAU 1322 

E.O. 11652: N/A 
TAGS: ABLD 

SUBJ: GENERATOR/GUARD HOUSE FOR NEW ER 

REF: HENDON/STEVENS TELECONS OF 8/11/75 AND PREVIOUS 

1. REVIEW OF DESIGN FOR GENERATOR HOUSE, SERVICE YARD, AND 
GUARD HOUSE WITH ARCHITECT AND LOCAL POLICE INDICATES THAT 
DESIGN SUBMITTED BY EMBASSY FOR FBO APPROVAL IS MINIMUM THAT 
WOULD MEET NOISE AND VENTILATION REQUIREMENTS FOR GENERATOR; 
NEED FOR AN ENCLOSED SERVICE YARD AREA FOR WELL AND LP GAS 
TANK(S); AND LOCAL POLICE REQUIREMENTS FOR SHELTER, TOILET 
FACILITIES, RADIO AREA ETC. FOR GUARD. 

2. BURYING DIESEL FUEL TANKS FOR GENERATOR WOULD NOT RESULT 
IN SIGNIFICANT ECONOMY. 

3. ARCHITECT STRONGLY URGES THAT DEPARTMENT AVOID A SINGLE 
LARGE BUILDING AS HE FEELS IT WOULD BE INAPPROPRIATE FOR SITE. 

4. REQUEST APPROVAL SCHEME SUBMITTED ASAP TO AVOID DELAY IN 
PROJECT. 

WEISS 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975NASSAU01322 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750283-0385 
From: NASSAU 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750848/aaaabqir.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 DEC 2002 by ReddocGW>; APPROVED <17 MAR 2004 by ellisoob> 
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